

PHILIP MORRIS 

MANAGEMENT CORP. 

James E. Schardt p. o. box 26583, Richmond va 2326i-65S3 

Assistant General Counsel 4201 commerce road, door 17, Richmond va 23234 


PHONE (804) 274-2863 
FAX (804) 274-4780 


September 1, 1993 


VIA FACSIMILE 


Mr. John H. Bass 
Recldie & Grose 
16 Theobalds Road 
London WC1X 8PL ENGLAND 

RE: PM 1268 EP - RG 29957 

Dear John: 


Thank you for your fax letter of August 4. Please include in the claims 
tobacco mass ratio as outlined on page 13 of the case. 


Sincerely, 



James E. Schardt 


JES/ch 


Source: https://www.industrydocuments.ucsf.edu/docs/mxpjOOOO 
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